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On Coal Ave. — Highway 66 
West Entrance — Gallup, New Mexico 
A beautiful New Motel of 26 Units — All with tub and 
shower combination baths. AH furnished with Beauty 
Rest Special Mattresses and Wall-to-Wall Carpeting. 
Circulating Hot Water Heat. Air Conditioned. Quiet 
and Comfortable — T-V in Lobby. 
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